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13 AUG 1980 


MEMORANDUM FOR: Chief, Policy and Plans Group 


FROM: 
Deputy Director of Security (PTOS) 


SUBJECT: Entries for the DDA Log 
7 - 13 August 1980 (U) 


1. On 8 August, a two-man team (Overseas Security Sup- ie 
port Branch and Technical Security Division representatives 


2. On 12 August, the Chief, Information Systems Secu- 
rity Group, briefed the APEX Staff on the compartmented 
computer processing problem in industry to include the va 
impact of technology on this type of processing and the 
various security vulnerabilities that are being encountered. 


(U) 


3. On 12 August, the Technical Security Division (TSD) 
hosted a briefing on TSD operations and an update on the 
worldwide Hostile Audio Threat to 14 Regional Security Offi- / 
cers and Security Engineering Officers attending a Department 
of State in-service training course. A member of the Over- 
seas Security Support Branch also participated in this 
briefing by discussing Physical Security Division operations 
worldwide. (C) . 


‘4, A member of the Safety Gro accompanied the Office 
of Personnel Policy, Planning, Management (OPPPM) Compo- 
nent Safety Officer on his a al safety inspection of OPPPM- 
occupied areas of the Ames uilding. (U) 


5. At the request of the Office of Data Processing Va 
Safety Officer, a member of the Safety Group conducted a 
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sound level survey within the 1D-10 area of Headquarters. 
Results indicated sound levels to be well within established 
OSHA standards. No corrective action was recommended. (U) 
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8. Members of the Office conducted a survey of access 
controls currently in effect at the Ames Building and the 
impact of current ongoing construction on these controls. 
As a result of the survey*;modffications were made in the 
access controls to accommodate the conditions that_were 
expected during the construction phase. Permanent changes 
in the access controls will be inspected upon completion of 
the construction. (U) 
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